Dulelin ee Medical 
Library 
Association 


VOLUME 69 
QUARTERLY 
JANUARY -OCTOBER 1981 


COPYRIGHT © 1981 BY THE MEDICAL LIBRARY ASSOCIATION 


919 North Michigan Avenue 
Chicago, Illinois 60611 








Index to Volume 69, 1981 


Authors’ names are printed in CAPITALS, subject headings in 
boldface, and titles of books and journals in italics. 


Accreditation, see Standards of library service 
Acquisitions and collection development 
The application of selected evaluative measures to the 
library’s monographic ophthalmology collection 
(Gallagher), 36-9 
A comparison of two methods of requesting reprints in 
the behavioral sciences: Request-a-print and 
the traditional letter (Joyce and Schmutz), 334 
Core library concept [letter] (Stearns and Fink), 402 
Evaluating printed health information for consumers 
(Dalton and Gartenfeld), 322-4 
Report of the Ad Hoc Committee to Study Interna- 
tionai Exchange and Redistribution of Library 
Materials, 120-7 
Selected list of books and journals for the small medi- 
cal library (Brandon and Hill), 185-215 
A study of weeding policies in eleven TALON resource 
libraries (Goldstein), 311-6 
AGUIRRE, ANTHONY 
report, 146-8 
AKIYAMA, EMI 
report, 159 
Audiovisual library service 
A computerized cataloging management system for 
health science audiovisuals (Metz, Calhoun, 
Hull), 368-72 
Emergency medicine audiovisual satellite library at 
Bowman Gray School of Medicine (Parker, 
Lee, Sprinkle), 393-5 
The organization of a slide collection in a medical 
library (Cilliers), 330-3 
Report of the Audiovisual Standards and Practices 
Committee, 129-30 
Automated catalogs, see Catalogs, automated 
AVRIEL, DEBORAH; MILLER, REISIE; FUCHS, CAROL 


The Israeli National Medical Library’s new minicom: ~ 


puterized on-line integrated system (MA3- 
MON), 216-23 


BALDINGER, ESTHER L.; NAKEFF-PLAAT, JENNIFER P.S.; 
CUMMINGS, MARGARET S. 
An experimental study of the feasibility of substituting 
Chemical Abstracts on-line for the printed copy 
in a medium-sized medical library, 247-51 
BARNHARD, NEIL 
book review, 433-4 
BEAMISH, BETSEY S. 
report, 117-8 
BEATTY, VIRGINIA L.; BEATTY, WILLIAM K. 
report, 101 
BEATTY, WILLIAM K. 
Journal Notes, 55-8, 281-6, 353-6, 441-4 
reports, 101, 137-8 
BELL, JO ANN 
book review, 433 
Bibliographic instruction, see User education 
BIENKOWSKI, ALEX 
book review, 346 


Bull Med. Libr. Assoc. 69(4) October 1981 


4 


Biography 
Possible uses of MLA’s oral history taped interviews 
(Brodman), 34-6 
BLUME, JULIE 
report, 156-7 
BOILARD, DAVID W., see BRENNAN, PATRICK W. 
Book lists, see Acquisitions and collection development 
Book reviews (reviewer’s name in parentheses) 
Annual statistics of medical school libraries in the 
United States and Canada, 1979/80 (Chen), 
344 
Bailey, Martha J. Supervisory and middle managers 
in libraries (Barnhard), 433-4 
Binger, Jane L., and Jensen, Lydia M. Lippincott’s 
guide to nursing literature (Jankowski), 344-6 
Busha, Charles H., and Harter, Stephen P. Research 
methods in librarianship: techniques and inter- 
pretation (Brodman), 341 
Ching-chih. Zero-base budgeting in library 
management: a manual for librarians (Byrd), 
271-2 
Classics and other selected readings in medical librar- 
ianship. Jack D. Key and Thomas E. Keys, eds. 
(Cheshier), 43-4 
Directory of health sciences libraries in the United 
States, 1979. Alan M. Rees and Susan Craw- 
ford, eds. (Chen), 343-4 
Examples for applying the Anglo-American catalog- 
ing rules, second edition. AACR 2 Program 
Committee, RTSD (Evans), 269-70 
Fi.kushima, Hiroyuki, et al. Index guide to drug infor- 
mation retrieval (Cummings), 46 
Green, Lawrence W., and Kansler, Connie Cava- 
naugh. The professional and scientific litera- 
ture on patient education (Elsesser), 273-4 
Hagler, Ronald. Where's that rule? A cross-index of 
the two editions of the Anglo-American cata- 
loguing rules incorporating a commentary on 
the second edition and on changes from 
previous cataloging standard (Evans), 268 
Health services directory. Anthony T. Kruzas, ed. 
(Clever), 435 
Hoffmann, Christa. Getting ready for AACR 2: the 
cataloger’s guide (Evans), 268 
Hunter, Eric J. AACR 2: an introduction to the second 
edition of the Anglo-American cataloguing 
rules (Evans), 269 
International Conference on AACR 2 (1979: Tallahas- 
see, Fla.) The making of a code: the issues 
underlying AACR 2 (Evans), 269 
Journal of library administration (Frey), 272-3 
Kahn, Rita, and Tepper, Krysta. You can do it! A PR 
skills manual for librarians (Bell), 433 
The librarian as a service professional. Public Rela- 
tions Committee, Midwest Health Sciences 
Library Network (Bienkowski), 346 
The library and information manager's guide to online 
services (Homan), 432-3 


Chen, 


449 





INDEX 


Book Reviews (Continued) 
A manual of AACR 2 examples. Edward Swanson and 
Marilyn H. Jones, eds. (Evans), 269-70 
Matthews, Joseph R. Choosing an automated library 
system: a planning guide (Leatherbury), 341-2 
Maxwell, Margaret F. Handbook for AACR 2: 
explaining and illustrating: ‘‘Anglo-American 
cataloguing rules second edition’’ (Evans), 
268-9 
The national directory of mental health: a guide to 
adult outpatient mental health facilities and 
services throughout the United States, Ellen 
Gay C tlefson, ed. (Brand), 45-6 
Organizing and administering the small hospital 
library. Ruth W. Wender, ed. (Lyon), 43 
Osborn, Andrew D. Serial publications: their place 
and treatment in libraries (Rueby), 339 
Preservation of library materials (Overmier), 432 
Rees, Alan M., and Young, Blanche A. The consumer 
health information source book (Gartenfeld), 
434 
Research programs in the medical sciences (Branden), 
434-5 
Roper, F.W., and Boorkman, J.A. /ntroduction to 
reference sources in the health sciences 
(Levine), 342-3 
The scientific journal. A. J. Meadows, ed. (Kronick), 
339-41 
Selective libraries for medical schools in less-devel- 
oped countries. A Bellagio Conference, October 
30 to November 3, 1979 (Sharp), 270-1 
Strauch, Katina P., and Brundage, Dorothy J. Guide 
to library resources for nursing (Jankowski), 
344-6 
Ulene, Art. Help yourself to health: a health informa- 
tion and services directory (Jennings), 44—5 
University of Texas at Austin. General Library. Appli- 
cation of the Anglo-American cataloguing 
rules, second edition, in the general libraries 
(Evans), 269-70 
Book selection, see Acquisitions and collection develop- 
ment 
Books received 
46-54, 274-80, 346-52, 435-40 
Bowman Gray School of Medicine 
Emergency medicine audiovisual satellite library at 
Bowman Gray School of Medicine (Parker, 
Lee, Sprinkle), 393-5 
BRADLEY, JANA 
Increasing the awareness of the librarian as a service 
professional, 252-4 
BRAND, ALICE 
book review, 45-6 
BRANDEN, SHIRLEY 
book review, 434-5 
BRANDON, ALFRED N.; HILL, DoroTuHy R. 
Selected list of books and journals for the small medi- 
cal library, 185-215 
BRAUDE, ROBERT M. 
Medical librarians and the White House Conference: 
from complacency, to concern, to commitment, 
231-5 
report, 105-8 
BRAUDE, ROBERT M., see MERRICK, NANCY P. 


450 


BRENNAN, PATRICK W.; BOILARD, DAviD W. 
Medical library service in a community-based medical 
school: a case study in South Dakota, 1-8 
BROADDUS, BILLIE; HURLEBAUS, ALICE 
Planning and implementing a major journal shift in a 
health sciences library, 395-6 
BRODMAN, ESTELLE 
book review, 341 
Possible uses of MLA’s oral history taped interviews, 
34-6 
BROERING, NAOMI C. 
report, 155, 157 
BRUDVIG, GLENN L. 
report, 102-3 
BUDINGTON, WILLIAM S. 
report, 103 
BUNTING, ALISON 
report, 108 
ByrbD, Gary D. 
book review, 271-2 
Copyright compliance in health sciences libraries: a 
status report two years after the implementa- 
tion of PL 94-553, 224-30 


CALHOUN, JUDITH G., see METZ, KAREN S. 
Cataloging and classification 
The organization of a slide collection in a medical 
library (Cilliers), 330—3 
Report of the Library Standards and Practices 
Committee, 131-2 
Teaching residents a personal filing system (St. Clair), 
324-6 
Catalogs, automated 
A computerized cataloging management system for 
health science audiovisuals (Metz, Calhoun, 
Hull), 368-72 
The Israeli National Medical Library’s new minicom- 
puterized on-line integrated system (MAI- 
MON) (Avriel, Miller, Fuchs), 216—23 
Certification of librarians 
Report of the Ad Hoc Committee to Examine the 
Certification and Recertification Process, 138 
Report of the Certification Eligibility Committee, 
138-9 
Report of the Certif.cation Examination Review 
Committee, 139-40 
Report of the Recertification Committee, 140—2 
Chemical abstracts on-line, see On-line bibliographic 
retrieval systems 
CHEN, CHING-CHIH 
book review, 343-4 
CHESHIER, ROBERT G. 
book review, 43-4 
The limits of the comprehensible: reflections on medi- 
cal librarianship, 373-81 
CILLIERS, JEANNE M. 
The organization of a slide collection in a medical 
library, 330—3 
Circulation procedures 
Circulation policies, overdues, and fines: results of a 
survey of academic health sciences libraries 
(Lyons), 326-9 
Circulation vs. photocopy [letter] (Parker), 262 
Planning and implementing a major journal shift in a 
health sciences library (Broaddus and Hurle- 
baus), 395-6 





INDEX 


Citation analysis 
Dissemination of the published results of an important 
clinical trial: an analysis of the citing literature 
(Dunn), 301-6 
CLARK, Lois O. 
report, 139-40 
Classification, see Cataloging and classification 
CLEVER, SHANNON J. 
book review, 435 
COLAIANNI, Lois ANN 
reports, 65-71, 101-5 
Collection development, see Acquisitions and collection 
development 
Communication 
Dissemination of the published results of an important 
clinical trial: an analysis of the citing literature 
(Dunn), 301-6 
Computer-assisted instruction 
Computer-assisted instruction in a health sciences 
library: an experimental project (Merrick and 
Braude), 21—5 
Consumer health information 
Evaluating printed health information for consumers 
(Dalton and Gartenfeld), 322—4 
Continuing education for librarians, see Education for 
librarianship 
Cooperation among libraries 
A study of weeding policies in eleven TALON resource 
libraries (Goldstein), 311-6 
Copyright 
Copyright compliance in health sciences libraries: a 
status report two years after the implementa- 
tion of PL 94-553 (Byrd), 224-30 
Report of the Copyright Committee, 110 
CorBETT, PATTI 
report, 149 
CUMMINGS, MARGARET S. 
book review, 46 
see BALDINGER, ESTHER L. 
Current awareness services, see Information dissemina- 
tion services 


DALTON, LESLIE; GARTENFELD, ELLEN 
Evaluating printed health information for consumers, 
322-4 
DARLING, LOUISE 
report, 132 
DAvis, SCOTT; POLISSAR, LINCOLN; WILSON, JOAN W. 
Continuing education in cancer for the community 
physician: design and evaluation of a regional 
table of contents service, 14—20 
Dental libraries, see Libraries, dental 
DUNN, Doris R.F. 
Dissemination of the published results of an important 
clinical trial: an analysis of the citing literature, 
301-6 


EATON, ELIZABETH K. 
Library staff development course, 317—21 
ECHELMAN, SHIRLEY 
report, 95—100 
Editorials 
The Medical Library Assistance Act (Werner), 258-9 
New book review editor appointed (Werner), 40 


Education for librarianship 
Library instruction within the medical record adminis- 
tration curriculum (Marcotte and Graves), 
240-6 
Report of the Continuing Education Committee, 146- 
9 
see also In-service education 
ELSESSER, LIONELLE 
book review, 273-4 
EvANS, ANACLARE F. 
A review of guides to the Anglo-American cataloguing 
rules, second edition, 268-70 


FENICHEL, CAROL HANSEN 
report, 140 
Fines, library, see Circulation procedures 
FINK, WENDY RATCLIFF, see STEARNS, NORMAN S. 
FISHER, JANET S. 
report, 150—4 
FRASER, C. WILLIAM 
report, 154 
FREY, EmiIL F. 
book review, 272-3 
report, 145-6 
Friends of the library 
An examination of characteristics related to success of 
friends groups in medical school rare book 
libraries (Mueller and Overmier), 9-13 
FUCHS, CAROL, see AVRIEL, DEBORAH 
Fund raising 
An examination of characteristics related to success of 
friends groups in medical school rare book 
libraries (Mueller and Overmier), 9-13 


GALLAGHER, KATHY E. 
The application of selected evaluative measures to the 
library’s monographic ophthalmology collec- 
tion, 36—9 
GARN, NANCY 
report, 100—1 
GARTENFELD, ELLEN 
book review, 434 
report, 149 
see DALTON, LESLIE 
GJERDET, NILS ROAR, see RIORDAN, PAUL J. 
GOLDSTEIN, CYNTHIA H. 
A study of weeding policies in eleven TALON resource 
libraries, 311-6 
GRAVES, KAREN J., see MARCOTTE, JOAN M. 
GREEN, ELLEN WILSON 
Searching the NLM MEDLARS file for information 
on the elderly, 359-67 
GREFSHEIM, SUZANNE F., see MATHESON, NINA W. 
GROEN, FRANCES 
report, 108 


Health-related legislation see Legisiation 
HILL, Dorotuy R., see BRANDON, ALFRED N. 
HILL, SARA I. 
report, 130 
History, medical, see Medical history 
Hitt, SAM 
report, 118-9 
HOGAN, ROSE 
report, 116 





INDEX 


HOLTZ, VIRGINIA 
report, 114—5 
HOMAN, J. MICHAEL 
book review, 432-3 
report, 142—4 
HorRRES, MARY 
report, 110-2 
Hospital libraries and librarians, see Libraries, hospital 
Hours of work, see Personnel 
HUANG, C.K. 
report, 120 
HULL, ALAN L., see METZ, KAREN S. 
HURWITZ, GLORIA 
report, 129-30 
HURLEBAUS, ALICE, see BROADDUS, BILLIE 
HUTCHINSON, ANN P.; O’CONNELL, MICHELLE D.; 
RICHARDS, BENJAMIN D.; THOMPSON, JANICE 
L.; WHEELER, RUTH A. 
Proposed standards for professional health sciences 
library services in hospitals of New York State, 
287-93 
HUTCHINSON, SUSAN; MALAMUD, JUDITH; STEARNS, 
NORMAN S.; MOULTON, BETHE 
Preselected literature for routine delivery to physicians 
in a community hospital-based patient care 
related reading program, 236-9 


In-service education 

Library staff development course (Eaton), 317-21 
Indexing 

Keyword indexing of a faculty reprint collection (Ols- 


gaard), 397-9 
Information dissemination, see Communication 
Information dissemination services 
Continuing education in cancer for the community 
physician: design and evaluation of a regional 
table of contents service (Davis, Polissar, 
Wilson), 14—20 
Delivery of health-related information to rural practi- 
tioners (Kabler, Reinig, Strauch), 382-6 
Preselecting literature for routine delivery to physi- 
cians in a community hospital-based patient 
care related reading program (Hutchinson, 
Malamud, Stearns, Moulton), 236-9 
Instruction in library use, see User education 
Interlibrary loans 
Report of the Interlibrary Loan and Resources Sharing 
Standards and Practices Committee, 130 
INTERNATIONAL CONGRESS ON MEDICAL LIBRARIANSHIP 
(4th, 1980, Belgrade, Yugoslavia) 
Report [adopted by] Fourth International Congress on 
Medical Librarianship (Drafting Committee on 
Plans for the Future), 263-7 
International cooperation, see International librarianship 
International librarianship 
Report [adopted by] Fourth International Congress on 
Medical Librarianship, Belgrade, Yugoslavia, 
September 4, 1980 (Drafting Committee on 
Plans for the Future), 263-7 
Report of the Ad Hoc Committee to Study Interna- 
tional Exchange and Redistribution of Library 
Materials, 120-7 
Report of the International Cooperation Committee, 
112-4 


452 


JANKOWSKI, TERRY ANN 
book review, 344-6 
JENNINGS, KELLY 
book review, 44-5 
Joint Commission on Accreditation of Hospitals, see 
Standards of library service 
Journal Notes (Beatty) 55-8, 281-6, 353-6, 441-4 
Journal selection, see Serials 
Joyce, C.R.B.; SCHMUTZ, DORIS 
A comparison of two methods of requesting reprints in 
the behavioral sciences: Request-A-Print and 
the traditional letter, 334 


KABLER, ANNE W.; REINIG, ELLEN TINKLER; STRAUCH, 
KATINA 
Delivery of health-related information to rural practi- 
tioners, 382-6 
KARGER, THOMAS 
A short history of the Karger publishing firm, 254-9 
KASNER, LYNN 
report, 145 
KASSES, CAROL D. 
report, 112-4 
Key, JAcK D. 
Charles W. Sargent: President, Medical Library Asso- 
ciation, 1981/82, 335-7 
KOLNER, STUART J. 
Improving the MEDLARS search interview: a check- 
list approach, 26-33 
KRONICK, DAVID A. 
book review, 339-41 


LAMB, GERTRUDE 
Inaugural address, 182-3 
(President’s Page), 41-2 
reports, 71-2, 72, 72-3 
LEATHERBURY, MAURICE 
book review, 341-2 
LEE, SOO KYUNG, see PARKER, CAROLYN 
Legislation 
The Medical Library Assistance Act 
(Werner), 258-9 
Report of the Legislation Committee, 1 10-2 
Letters to the Editor 
Circulation vs. photocopy (Parker), 262 
Core library concept (Stearns and Fink), 402 
Library Management Skills Institute (Sekerak), 338 
Research methodology (Maass), 402 
LEVINE, MARION HOLENA 
book review, 342-3 
Librarianship 
The limits of the comprehensible: reflections on medi- 
cal librarianship (Cheshier), 373-81 
Report of the Status and Economic Interests Commit- 
tee, 119 
Libraries, dental 
The use of periodical literature in a Norwegian dental 
library (Riordan and Gjerdet), 387-91 
Libraries, hospital 
Library instruction within the medical record adminis- 
tration curriculum (Marcotte and Graves), 
240-6 
Proposed standards for professional health sciences 
library services in hospitals of New York State 
(Hutchinson, O’Connell, Richards, Thompson, 
Wheeler), 287-93 


[editorial] 





INDEX 


Report of the Ad Hoc Committee to Develop Criteria 
for Hospital Library Consultants, 116 
Report of the Hospital Library Standards and Prac- 
tices Committee, 130 
Libraries, medical school 
Circulation policies, overdues, and fines: results of a 
survey of academic health sciences libraries 
(Lyons), 326-9 
Medical library service in a community-based medical 
school: a case study in South Dakota (Brennan 
and Boilard), 1-8 
National rankings as a means of evaluating medical 
school library programs: a comparative study 
(Matheson and Grefsheim), 294-300 
A study of the health sciences library: its roles in 
education for the health sciences (Matheson), 
307-10 
Survey of normal work week, vacation leave, and 
holiday leave in medical school libraries in the 
United States (Stein), 329-30 
Library assistants, see Paraprofessionals 
Library statistics, see Statistics 
Library technicians, see Paraprofessionals 
Library use instruction, see User education 
LORENZI, NANCY 
report, 127-9 
Love, ERIKA 
reports, 103-4, 109-10 
LYDERS, RICHARD 
report, 119 
LYONS, FRANCES 
book review, 43 
Lyons, AMY GISCHE 


Circulation policies, overdues, and fines: results of a 
survey of academic health sciences libraries, 
326-9 


MAASS, ELEANOR A. Research methodology (letter), 
402-3 
MAIMON, see Catalogs, automated 
MALAMUD, JUDITH, see HUTCHINSON, SUSAN 
Management, library 
Library Management Skills Institute [letter] (Seker- 
ak), 338 
see also Personnel 
MARCOTTE, JOAN M.; GRAVES, KAREN J. 
Library instruction within the medical record adminis- 
tration curriculum, 240-6 
MARKEE, “ATHERINE M. 
report, 138 
MATHESON, NINA W. 
reports, 112, 158-9 
A study of the health sciences library: its roles in 
education for the health sciences, 307—10 
MATHESON, NINA W.; GREFSHEIM, SUZANNE F. 
National rankings as a means of evaluating medical 
school library programs: a comparative study, 
294-300 
MEAKIN, FAITH A. 
reports, 137, 138 
Medical history 
Possible uses of MLA’s oral history taped interviews 
(Brodman), 34-6 
Report of the Oral History Committee, 140 
Medical librarianship, see Librarianship 
Medical Library Assistance Act, see Legislation 


Medical Library Association 
Possible uses of MLA’s oral history taped interviews 
(Brodman), 34-6 
Medical Library Association 
Annual Meeting, 1980, Washington, D.C., Proceed- 
ings, 62-184 
Annual banquet, 184 
Bulletin of the Medical Library Association, editor, 
report, 100 
Business meetings, 64—5, 164, 173-82 
Committee reports 
AACR2 Training Program, Ad Hoc Committee 
to Develop and Implement an, 115-6 
Additional Sources of Income for MLA, Ad Hoc 
Committee to Recommend, 1 16 
Audiovisual Standards and Practices, 129-30 
Bibliographic and Information Services Assess- 
ment, 116-7 
Bulletin, Ad Hoc Committee to Evaluate the, 
132-7 
Bylaws, 145-6 
Certification and Recertification Process, Ad Hoc 
Committee to Examine the, 138 
Certification Eligibility, 138-9 
Certification Examination Review, 139-40 
Committee on Committees, 71-2 
Constitution of the Medical Library Association, 
Inc., Ad Hoc Committee to Prepare a, 144-5 
Continuing Education, 146-9 
Copyright, 110 
Criteria for Hospital Library Consultants, Ad 
Hoc Committee to Develop, 116 
Editorial Committees 
Bulletin, 149 
MLA News, 149 
Elections, 72 
Exchange, 11/-8 
Finance, 77-84 
Health Sciences Library Technicians, 150—4 
Honors and Awards, 137 
Honors and Awards Subcommittees 
Ida and George Eliot Prize, 138 
Janet Doe Lectureship, 137-8 
Rittenhouse Award, 138 
Hospital Library Standards and Practices, 130 
Inter-Association Representatives Panel, Ad Hoc 
Committee to Establish an, 109-10 
Interlibrary Loan and Resources Sharing Stan- 
dards and Practices, 130 
International Cooperation, 1 12—4 
International Cooperation Subcommittees 
On Bilateral Arrangements with Other Na- 
tional Groups, 112 
On Library Materials for Developing Coun- 
tries, 112-3 
On the Selection of E.R. Cummingham Fellow, 
113 
On Travel Itineraries for Visiting Foreign 
Librarians, 113 
To Renew the International Library to Library 
Project, 113 
International Exchange and Redistribution of 
Library Materials, Ad Hoc Committee to 
Study, 120-7 
Legislation 110-2 
Library. Standards and Practices, 131-2 





Medical Library Association (Continued) 
Membership, 154 
MLA Group Structure Implementation, Ad Hoc 
Committee on, 108-9 
MLA/NLM Liaison, 112 
MLA’s Role in Library-Related Research, Ad 
Hoc Committee to Study, 127-9 
1981 National Program, 108 
1982 National Program, 108 
Nominating, 72-7 
Oral History, 140 
Program and Convention, 105-8 
Recertification, 140—2 
Scholarship, 142-4 
Statement of Goals of the MLA, Ad Hoc 
Committee to Develop a, 114—5 
Status and Economic Interests, 119 
Surveys and Statistics, 119-20 
White House Conference on Library and Infor- 
mation Services, Ad Hoc Committee on the, 
final report, 145 
Concurrent sessions—contributed papers, 
163-4 
Continuing education courses, 62 
General sessions, 63, 161, 163 
Group meetings 
Dental Libraries, 164 
Health Sciences Audiovisual, 165 
History of Medicine, 165 
Hospital Libraries Interest, 165-6 
Medical Library Education, 166 
Medical Library Relevance, 166 
Medical School Libraries, 166-8 
Medical Society Libraries, 168-9 
Mental Health Libraries, 168-9 
Military Medical Librarians, 169-70 
Nursing Libraries, 170 
Pharmacy Libraries, 170-1 
Public Health and Health Administration Li- 
braries, 171 
Veterinary Medical Libraries, 171-3 
Headquarters, report, 95—100 
Honors and awards, 63—4 
Inaugural address, 182-3 
MLA Archives, report, 101 
MLA News, editor, report, 100-1 
National Issues Advisory Council, report, 101-5 
Open forum, 164 
Opening session, 63 
Panels 
Ad Hoc Handbook Consultants Panel, 132 
Certification Appeals Panel, 130 
Publication Panel, 118-9 
Vital Notes Participatory Panel, 138 
Postconference meetings, 184 
Preconference activities, 62 
Presidert, report, 65-71 
Representatives and delegates, reports 
American Association for the Advancement of 
Science, Section T, and the Consortium of 
Affiliates for International Programs, 155 
American Association of Colleges of Pharmacy 
Section of Libraries-Educational Resources, 
155-6 
Catholic Health Association of the United States, 
156 


161-3, 


Coalition for Health Funding, 157 
Continuing Library Education Network and 
Exchange, 156-7 
Council of National Library and Information 
Associations, 157-8 
Council of National Library and Information 
Associations Ad Hoc Committee on Copyright 
Law, Practice and Implementation, 158-9 
Interagency Council on Library Resources for 
Nursing, 159 
International Federation of Library Associations 
and Institutions (IFLA), 159-61 
Trustee, report, 101 
Medical school libraries, see Libraries, medical school 
MEDLARS, see On-line bibliographic retrieval systems 
MEDLINE, see On-line bibliographic retrieval systems 
MERRICK, NANCY P.; BRAUDE, ROBERT M. 
Computer-assisted instruction in a health sciences 
library: an experimental project, 21-5 
MESSERLE, JUDY 
report, 116 
METZ, KAREN S.; CALHOUN, JUDITH G.; HULL, ALAN 
is. 
A computerized cataloging management system for 
health science audiovisuals, 368-72 
MEYERHOFF, ERICH 
report, 157-8 
MILLER, DICK R. 
report, 116-7 
MILLER, JEAN K. 
report, 77 
MILLER, REISIE, see AVRIEL, DEBORAH 
MIRSKY, PHYLLIS S. 
reports, 130, 132-3 
Morse, ELLiot H. 
report, 144—5 
MOULTON, BETHE, see HUTCHINSON, SUSAN 
MUELLER, MARY H.; OVERMIER, JUDITH A. 
An examination of characteristics related to success of 
friends groups in medical school rare book 
libraries, 9—13 


NAKEFF-PLAAT, JENNIFER P.S., see BALDINGER, ESTHER 
Bs 


Obituaries 
Stanton, Madeline Earle (Wilson), 357-8 
Tews, Ruth M. (Sande), 445 
O’CONNELL, MICHELLE D. 
report, 130 
see HUTCHINSON, ANN P. 
OLSGAARD, JANE K. 
Keyword indexing of a faculty reprint collection, 397- 
9 
On-line bibliographic retrieval systems 
Improving the MEDLARS search interview: a check- 
list approach (Kolner), 26—33 
Searching the NLM MEDLARS file for information 
on the elderly (Green), 359-67 
Study of the feasibility of substituting Chemical 
Abstracts on-line for the printed copy in a 
medium-sized medical library (Baldinger, Na- 
keff-Plaat, Cummings), 247-51 
On-line catalogs, see Catalogs, automated 
Oral history, see Medical history 





INDEX 


ORFANOS, MINNIE 
report, 101 

OVERMIER, JUDITH 
book review, 432 
see MUELLER, MARY H. 


Paraprofessionals 
Report of the Health Sciences Library Technicians 
Committee, 150—4 
PARKER, CAROLYN; LEE, SOO KYUNG; SPRINKLE, 
MICHAEL D. 
Emergency medicine audiovisual satellite library at 
Bowman Gray School of Medicine, 393-5 
PARKER, VIRGINIA 
Circulation vs. photocopy (letter), 262 
Periodicals, see Serials 
Personnel 
Survey of normal work week, vacation leave, and 
holiday leave in medical school libraries in the 
United States (Stein), 329-30 
Photocopying 
Circulation vs. photocopy [letter] (Parker), 262 
PIZER, IRWIN H. 
report, 159-61 
POLAND, URSULA H. 
report, 108-9 
POLISSAR, LINCOLN, see DAvis, SCOTT 
Potts, DON 
report, 138 
President’s Page 
(Lamb), 41-2 
(Sargent), 400-1 
Public relations 
Increasing the awareness of the librarian as a service 
professional (Bradley), 252—4 
Publishing 
Report of the Bibliographic and Information Services 
Assessment Committee, | 16—7 
A short history of the Karger publishing firm (Kar- 
ger), 254-7 


Quality assurance, see Standards of library service 


RAPER, JAMES E. 
reports, 104—5, 131-2 
Rare books 
An examination of characteristics related to success of 
friends groups in medical school rare book 
libraries (Mueller and Overmier), 9-13 
Reference interview, see Reference services 
Reference services 
Improving the MEDLARS search interview: a check- 
list approach (Kolner), 26—33 
REINIG, ELLEN TINKLER, see KABLER, ANNE W. 
Research 
Report of the Ad Hoc Committee to Study MLA’s 
Role in Library-Related Research, 127-9 
Research methodology [letter] (Maass), 402-3 
see also Statistics 
RICHARDS, BENJAMIN D., see HUTCHINSON, ANN P. 
RIORDAN, PAUL J.; GJERDET, NILS ROAR 
The use of periodical literature in a Norwegian dental 
library, 387-91 
ROBINOW, BEATRIX 
report, 138 


RUEBY, CHERYL 
book review, 339 


St. CLAIR, HELEN D. 
Teaching residents a personal filing system, 324-6 
SANDE, BETTY 
Ruth M. Tews (obituary), 445 
SARGENT, CHARLES W. 
(President’s Page), 400-1 
President, Medical Library Association, 1981/82 
[President’s Page] (Key), 335-7 
SAUNDERS, MARJORIE 
Honor your authors, 392 
SCHMIDT, DEAN 
report, 110 
SCHMUTZ, Doris, see JOYCE, C.R.B. 
SDI, see Information dissemination services 
SEKERAK, ROBERT J. 
Library Management Skills Institute (letter), 338 
SELF, PHYLLIS C. 
report, 119-20 
Serials 
Circulation vs. photocopy [letter] (Parker), 262 
Planning and implementing a major journal-shift in a 
health sciences library (Broaddus and Hurle- 
baus), 395-6 
The use of pericdical literature in a Norwegian dental 
library (Riordan and Gjerdet), 387-91 
SEWELL, WINIFRED 
report, 140-2 
SHARP, JANIS 
book review, 270-1 
Shelving, see Circulation procedures 
SINN, SALLY 
report, 115-6 
SPRINKLE, MICHAEL D., see PARKER, CAROLYN 
Staff development, see In-service education 
Standards of library service 
National rankings as a means of evaluating medical 
school library programs: a comparative study 
(Matheson and Grefsheim), 294-300 
Proposed standards for professional health sciences 
library services in hospitals of New York State 
(Hutchinson, O’Connell, Richards, Thompson, 
Wheeler), 287-93 
see also Statistics 
Stanton, Madeline Earle 
Obituary (Wilson), 357-8 
Statistics 
Report of the Surveys and Statistics Committee, 1 19- 
20 
STEARNS, NORMAN S., see HUTCHINSON, SUSAN 
STEARNS, NORMAN S.; FINK, WENDY RATCLIFF. 
Core library concept (letter), 402 
STEIN, BESSIE A. 
Survey of normal work week, vacation leave, and 
holiday leave in medical school libraries in the 
United States, 329-30 
STRAUCH, KATINA, see KABLER, ANNE W. 


Tews, Ruth M. 
Obituary (Sande), 445 
THOMPSON, JANICE L., see HUTCHINSON, ANN P. 


455 





INDEX 


Use studies 
The use of periodical literature in a Norwegian dental 
library (Riordan and Gjerdet), 387-91 
User education 
Library instruction within the medical record adminis- 
tration curriculum (Marcotte and Graves), 
240-6 
Teaching residents a personal filing system (St. Clair), 
324-6 


VAILLANCOURT, PAULINE M. 
report, 138-9 


WANNARKA, MARJORIE 
report, 155-6 
Weeding, see Acquisitions and collection development 


WERNER, GLORIA 
The Medical Library Assistance Act (editorial), 258- 
9 
New book review editor appointed (editorial), 40 
report, 100 
WHEELER, RUTH A., see HUTCHINSON, ANN P. 
White House Conference 
Medical librarians and the White House Conference: 
from complacency, to concern, to commitment 
(Braude), 231-5 
Report of the Ad Hoc Committee on the White House 
Conference on Library and Information Ser- 
vices, 145 
WILSON, JOAN W., see DAvis, SCOTT 
WILSON, LEONARD G. 
Madeline Earle Stanton (obituary), 357-8 
WINDLER, JACQUELINE M. 
report, 156 
Writing 
Honor your authors (Saunders), 392 





